Affidavit of Tiffany Bible Regarding The Bombing Of 
The Alfred P. Murrah Federal Building 


State of Oklahoma ) 


County of Oklahoma ) 


I, affiant herein, being of legal age and having been duly sworn, does hereby state as follows: 
1) That my date of birth is Sees. 


2) That I reside at eee eee ee County. 


3) That on April 19, 1995, 1 was employed as a paramedic for the Emergency Medical Services 
Authority. 


4) That immediately after the explosion at The Murrah Federal Building, myself and two Emergency 
Medical Technicians responded to the scene from Post 41, 2323 S. Walker. 


5) That I arrived on the Southwest side of the Murrah Building by 9:07am. 


6) That when | arrived on the Southwest side of the building | observed personnel from The 
Oklahoma City Fire Department, The Oklahoma County Sheriff's Office, and Agents from The Bureau of 
Alcohol Tobacco and Firearms along with other medical personel. 


7) That I had a conversation with an ATF Agent and stated to him that I could not believe that a gas 
explosion had done this much damage to the building. 


8) That the ATF Agent responded to me that the damage was not caused by a gas explosion and stated 
to me that the damage caused to the Murrah Building was caused by a "car bomb". 


9) That I asked the ATF Agent why someone would blow up a building in Oklahoma City. 


10) That the ATF Agent was visibly upset and responded to me that the Murrah Building was bombed 
because of Waco and that the reason the Murrah Building was targeted was because the person in 
charge in Waco was transferred to Oklahoma City. 


11) That myself and the ATF Agent discussed the different agencies who had offices in The Murrah 
Building, including the ATF office and I said to the ATF agent, "Oh God there was people that you 
worked with in here?" and he responded, "No, we weren't in there today." 


12) That the conversation between myself and this ATF Agent took place sometime between 9:07 and 
9:15am. 


13) That after the building was evacuated and we were allowed back on the scene, | observed 
another ATF Agent talking to another law enforcement officer and overheard this ATF Agent say 
that during the evacuation a fifty pound bomb was found attached to a gas line inside the Murrah 
Building. 


14) That within the first twenty minutes that | was on the scene, [| saw at least eight ATF agents on 
the South side of the building in clean black jumpsuits. 


FURTHER, AFFIANT SAYETH NOT: 


TEN. 
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WORN BEFORE MEON THEC?__? [DAYO JAH 1998. 









Cleveland County : 
My Gamiiiisstant Explres Mar. 19. 20004 





